ENJOY A 




IN 

CARTENDA... DOZENS OF 

WAYS 




Reasons You'll Like the ROBERTS CARTENDA: 



ALL-ALUMINUM — No upkeep required 
Embossed Aluminum Roof prevents mois- 
ture drippings. 

Engineered to absorb shock of strong 
winds. 

Your first cost is your LAST! 



F.H.A. APPROVED 

PAY NOTHING DOWN 

TAKE UP TO 3 
YRS. TO PAY 




SEE IT TODAY AT 




413 Virginia Drive - Phone 3-3411 
Orlando, Florida 




1 





ENJOY A 6^{9£SSS^CARTENDA... DOZENS of 

WAYS 



IN 



Digitized by: 




INTFRNATIONAI 



ASSOCIATION FOR PRESERVATION TECHNOLOGY 

www.apti.org 

For the 

BUILDING TECHNOLOGY HERITAGE LIBRARY 
htt ps://archive.ora/details /buildin qtechnologvheritaqel ibrary 

From the collection of: 
iP^tTiilrinp SouTHEASTEim Architectural Archive ^ 

Clli JY^<f^*^ . Special Collections a 

\^ University Howard-TiltonMemorl^lUbrary V 

http://seaa.tulane.edu 



r' 

DOWN 




413 Virginia Drive - Phone 3-3411 
Orlando, Florida 



